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MEMORANDUM FOR; DIRECTOR OF CENTRAL INTELLIGENCE 
SUBJECT: Free Flow of Operational Information to CIA 

1* Reference is made to your memorandum of 8 May 1950 on the 
above subject. 

2. This is to inform you that this office endorses the consensus 
of opinion expressed by the representatives of the military departments 
that if CIA would furnish each of the intelligence agencies concerned 
with a statement of requirements, the agencies' efforts to supply CIA 
with the needed material would be facilitated. 



A. R. BOLLING 
Major General, GSC 
Deputy A. C. of S,, G-2 
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